INDEX TO THE SIXTY-THIRD VOLUME. 


Anortion, attempt to produce, in case of 
vomiting, 209 

Abortion, criminal, 66, 328 

Acland, Dr., visit of, at Mass. General 
ifospital, 264 

Addison, Dr., death of, 44 

Albuminous anasarca, use of tannin in, 307 

Aloes and myrrh, tincture of, 526 

American diplomas in England, 206 

American Medicine, Year Book of, 245 

Amputation, of the leg, at the New York 
Hospital, 125 

Anatomist, pocket, 385 

Anatomy, human, an elementary treatise 
on, by Joseph Leidy, M.D., critical 
notice, 302 

Angell, Dr. L. H. Cases of diphtheria, 
509 

Arctic Expedition, news from the, 325 

Army of the United States, sickness and 
mortality of, 441 

Army news, 325 

Appendix cocci, foreign body in, 231 

Arkansas, hot springs of, 454 

Arsenic in drinking water, 417 

Arsenic eating, 166 

Arsenious acid, poisoning by, 294; influ- 
ence of fatty bodies on the solubility of, 
122 

Artesian well, at Columbus, Ohio, 208 

Auricle, congenital absence of the, 105 

Arthritis, chronic, of the elbow-joint, 345 


Baltimore Journal of Medicine, 547 

Bancroft, Dr. A. B. Fatal case of paro- 
titis, 416 

Bed case; its history and treatment, 72, 
92, 112, 134, 152, 323 

Berkshire District Medical Society, 45 

Berkshire Medical Journal, 486 

Births in Philadelphia in 1859, 187 

Bidwell, Dr. k. C. A new test for diabetes, 
336 

Biliary calculus, discharged from the 
bowels, 544 


Bladder, cancer of, 181 

Bladder, neck of, a morbid condition of 
the, 409, 429, 518, 531 

Blake, Dr. J. H. Polypus of the womb, 
233 

Blind, mortality among the, 66 

Bond, Dr. Henry, biographical sketch of, 
251 

Bone-setter, prosecution of, 427 

Bone-setters in France, 47 

Boston, the vital statistics of, 28, 48, 
68, 88, 108, 128, 148, 168, 188, 280, 
228, 248, 268, 288, 308, 328, 348, 368, 
388, 408, 428, 448, 468, 488, 508, 528, 
548 ; City Registrar’s Report, 524 

Botany, Lectures on, in McGill College, 
267 

Bowels, obstruction of, from adhesion to 
the uterus, 487 

Bowels, obstruction of the, from disease of 
the rectum, 262 

Boylston prize essay for 1860, 45 

Brachial artery, wound of the, 183 

Bread, fomented and aerated, and their 
comparative dietetic value, 376 

Bright's disease, case of, 520, 522 

British Association at Oxford, 27 

Brodie, Sir Benjamin, case of, 467 

Browne, Dr. R. K. and Long Island Col- 
lege Hospital, 187 

Bryan, Prot. James. Membranous strict- 
ure, 235 

Buckingham, Dr. C. E. Two cases of 
labor, 209 

Burge, Dr. Wm. J. Laceration of the 


vagina, Jd4 


Cesarean operation, 428 

Caffeine, an antidote to opium, 101 

Calculus in the nose, 259; calculus, partly 
siliceous, from the urethra of an ox, 40 

Cancer, hue of the skin in, 260; of the 
bladder, 181; of the foot in a child, 341, 
483; of the rectum and liver, 343; of 
the womb, 260 
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Carbonic acid, preparation of, 407 

Cardiac murmurs, alteration of pitch of, 
274 

Castor oil, improved taste to, 186 

Cataract, sight and reason restored by an 
operation for, 427 

Cephalalgia, nervous, muriate of ammonia 
in, 286 

Cervix femoris, fracture of the, 543 

Channing, Dr. W. The Bed Case, 72, 92, 
112, 184, 152, 323 

Cheever, Dr. D. W. Value and fallacy of 
statistics in the observation of disease, 
449,476, 497, 512, 535; cases of variola 
in the Boston smallpox hospital, 269 

Chicago Eye and Ear Intirmary, 28 

Child, new born, remarkable weight of, 807 

Chlorate of potassa, physiological action of, 
32 

Chloroform, death from, 68, 288; external 
use of, 46; new application of, in 1eu- 
ralzia, 23 

Chlorosis, pathogenesis of, 435 

Cholecystitis, chronic, with perforating 
ulcer of gall-bladder, 309 

Chromie acid in syphiliti¢ vegetations, 267 

Cholera intantum, supposed case of, 109 

Churchill’s Midwifery, notice of, 259 

Clarke, Dr. E. H. Pertorating ulcer of 
gall-bladder, 309 

Clarke, Dr. Henry. Compound and com- 
minuted fracture of the humerus, 229 

Clavicle, excision of, 322 

Cod liver oil, improved taste to, 186 

Codex, the new French, 28 

Cold, subjective conditions which modify 
the sensa‘ion of, 292 

Columbia College, 486 

Consumptives, climate of Minnesota for, 187 

Convulsions, puerperal, expectant treat- 
ment, recovery, 369 

Cowles, Dr. C. W. Supposed case of 
cholera iniantum, 109 

Cretins of Savoy, 447 

Croup, case of tracheotomy in, 84, 529 

Cutter, Dr. B. Treatment of typhoid 
forms of scarlatina, 9 


Danicl, Mr. H. M., obituary notice of, 386 

Dartmouth Medical College, 348 

Death, causes of, in England and Wales, 147 

Death, remarkable case ot, 47 

Deaths in Philadelphia in 1859, 187 

Deaths, registration of, 87 

Jental associations, meetings of, 148 

Dental Society of Kentucky, 388 

Derby, Dr. H. Letter from Vienna, 51 

Diabetes, a new test for, 336 

Dialietes mellitus, contributions to the 
pathology of, 279 

Diabetes mellitus, 38 


Diphtheria, 90, 325, 483, 507; and mem- 
branous croup, 315; in Nova Scotia, 49 ; 
in Kentucky, 208; not epidemic in 
Boston, 485; false membrane in, 467; 
cases of, in Illinois, 509 

Diploma, medical, forgery of, 405; the 
value of a, 206; practising medicine 
without a, 100 

Disease, nature in, Bigelow’s, 184 

Drake, the late Dr., biography of, 287 

Drowning, the cause of death in, 359 

Druitt’s Principles of Surgery, 244 

Jura mater, epithelial growth from, 414 

Durkee, Dr. 8. Erythema papulatum et 
tuberculatum, 349 

Dysentery, acute, relief from saline cathar- 
ties, S445 treatment of, 74; salts in the 
treatment of, 306 


Ear, Toynbee on diseases of the; a re- 
view, 9 

Electricity, illuminatien of the cavities of 
the body by means of, 121 

English medical act, evasion of, 448 

Epilepsy, case of, 301, 527 

Erectile organs of the female, researches 
upon, 173, 193, 215 

Erythema papulatum et tuberculatum, 349 

Erie, Pa, letter from, published in Vien- 
na, 165 

Etherization patent, 365 

Etherization in labor, 82 

External meatus, malposition of the, 105 

liye, hemorrhage irom a melanotic, 39 

Eye and Ear Intirmary at Chicago, 28 

Eyes, operation atter traumatic injury, 19 

Eve’s new needle tor sutures, 167 


Falls from heights, with slight injury, 119 

False teeth, impacted in the pharynx, 47 

Fetus, malignant tumor in, 402 

Food and drink, the adulteration of, 308 

Fracture, comminuted, ot the humerus, 229 

Fracture of the ribs and pelvis, 63 

Fractures, on the wnion of in mercurio- 
syphilitic patients, 253 

France, naval hygiene in, 387 

TFusel oil in cattle disease, 87 


Gall-bladder, perforating ulcer of, 309 

Galvano-caustic operations and laryngo- 
scopy, 558 

Gangrene senile, 503 

Gay, Dr. G. Ul. Diphtheria and mem- 
branous croup, 315 

Gestation, duration of, 26 

Gonorrhora, smoking in, 336 

Greene, Dr. il. B. C. Croup—tracheo- 
tomy—recovery, 629 

Gross, Proi. S. D., new work by, 527 

Groux, Eugene A., honors to, 40 

Guushot wound, case of, 189 
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Hemorrhage from a melanotic eye, 39 

Hand, glass- wound of palm of, 300 ; wound 
of palm of, 416 

Harris, Prof., death of, 208 

Harvard University, medical lectures of, 287 

Harvard College, entertainment of the 
Medical Faculty of, 425 

Hlayes, Dr. A. A. Pecisons in alcoholic 
spirits, 169 

Tlay-mow cases, 107 

Mealth of London, 186 

Ifeart, the action and sounds of, 42 

Heart and kidneys, disease of, 464 

Hlebra’s Atlas of Skin Diseases, 207 

Hip, dislocation of the, 541 

Holmes, Prof. O. W., Address of, 287, 
348; vote respecting, 226 

Tiomeeopathy at a discount, 487 

Iforse, three calculi irom the intestines of, 
3861 

Ilowe, Dr. F. A. Foreign body in the 
appendix ceeci, 231 

ILubbard, Dr. G. Case of large twins, 
207 

Tuman histology, compendium of, 385 

I[umerus, fracture of, 229 

Tiunter, John, statue of, 48; grave of, 267 

Ifunter Memor.al, the, 106, 124, 168, 207 

liydrophobia, case of, 68, 129; in Rox- 
bury, 68 

Iiygiene and physical education, 106 

liymen, persistence ef, in labor, 209 

Hypochlorite of alumina, 485 

Hypodermie medication, 26 


Idiots, new college for training, 186 

Illinois, medical progress in, 285 

Impalement, case of, $1, 107 

Indian Medical Journal, 507 

Ingalls, Dr. W. Case of rabies, and of 
hydrophobia, 129 

Institutes of Medicine, Paine’s, 184 

Intestines, mechanical obstruction of, 293 

Iowa, meteorological observations in, 427 

Iron, hydrocyanate of in epilepsy, 527 

Tron rod, the man through whose head it 
passed still living, 327 

Itch, chioro:orm in, 507 


Jackson, Dr. C. 'T. Nitrogen in plants, 
its origin in animals, 289; statistics of 
poisoning in New England, 389: influ- 
ence of the sun’s rays in the production 
ct organic matter, 209 


Kidney, disease of the, 143 

Kentucky, diphtheria in, 208 

Kidneys and spleen, disease of, with that 
of the heart, 182 

Knee, intra-uterine dislocation of the, 249 

Kuee-joint, amputation at, 366 


Labor, etherization in, 82; persistence of 
the hymen during, 209 

Lactation, artificial, 277 

Lane, Dr. J. 8S. Excessive use of narco- 
tics, 391 

Lead aqueduct pipes, decomposition in, 
149; slow poisoning by preparations of ; 
its influence on the offspring, 282 

Lectures on Diseases of Infancy and Child- 
hood, West's, 184 

Leidy’s Elementary Treatise on Human 
Anatomy, 383 

Lithotomy, statistics of, 459 

Lithotomy, recto-vesical ; Bozeman’s but- 
ton suture, 356 

London, health of, 186 ; the medical schools 
of, 265 

Longevity, loss of limbs affecting, 327 

Lothrop, Dr. C. H. Case of suppressed 
menstruation, 457 

Lungs, case of death from oedema of, 300 

Luxation of both shoulders, 167 

Luxations, method of reducing, 543 


Maine Medical School, 64 

Maryland, University of; medical lectures 
at, 848 

Massachusetts Medical Benevolent Society, 
347, 465 

Massachusetts Medical College, 324 

Massachusettts General Hospital, medical 
reports from, 420, 620 

Massachusetts Medical Society, 506; ad- 
journed meeting of, 225, 324; new edi- 
tion of By-Laws, 506, 424 

Maynard, Dr. J. P. Cases of puerperal 
convulsions; expectant treatment; re- 
covery, 369 

Medical act amendment bill, 27 

Medical College, New York, 127 

Medical Journal, new, 368 

Medical miscellany, 248, 308 

Menstruation, suppressed, 457 

Mitral discase, symptoms of, without car- 
diac lesion, 520 

Mitral valve, disease of, 522 

Mormonism, in its physical, mental and 
moral aspects, 439 

Morse, Dr. L. R. Diphtheria in Annapo- 
lis Co., N. S., 49 


Narcotics, excessive use of, 525, 391 

Nature in Disease, Bigelow’s, 184 

Neck, tumor of, with paraplegia, 862 

Negroes, new hospital for, 568 

Neuralgia, new application of chloroform 
in, 23 

New medical journals, 67 

New Orleans, nealih ot, 287 

Newspapers, medical reports in, 546 

New York Metical and Surgical Society, 
507 
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New York Medical College, 127 

New York Pathological Soc icty, 528 

New my of Medicine, 546 

Nichols, J mes R. Decomposition in lead 
aquediet pipes, 140 

Nitrogen in nee of; 
gin in animals, 28 

Nose, calculus in 259 

Noyes, Dr. J. F. Recto-vesical lithotomy, 
308 


its ori- 


Ohio State Medical Society, 425 

Oil, cod and castor, improved —— to, 186 

Ophthalmic Lospital Reports, 384 

Ophthalmic Reports, and the publications 
of the Sydenham Society, 446 

Ophth almie School, New York, 366 

Organie matter, intluence of the sun in the 
production of, 213 

Ovarian dropsy in 2a young patient, 342, 
74, 927 

Oviatt, G. A. Biographieal sketch of Dr. 
H. Thompson, 236 

Ovulation, reiations of ereetile organs of 
the iemale to, 173, 193, 215 

Ox, caleulus from the urethra of an, 40, 72 


Parotid tumor, 563 

Parotitis, fatal case of, £16 

Patents, medical, 145 

Pauperism, Boston Socicty for the preven- 
tion of, 567 

Pelvis, fracture of the, 68 

Pessaries, employment of, 142 

Perkins’s Tractors, 1$1 

Pertussis, tincture of belladonna in, 307 

Pharmaceutical prep: trations, 508 

Pharynx, false teeth in the, 47 

Philadelphia, births and deaths, in 1859, 
187 

Philadelphia hospital, museum of, 

Phillips, Mr., bequest of the late, a 

Phos; horneerosis, 548 

Physical education, 106 

Physicians’ prescriptions and druggists,466 

Pitchfork, passage of onc prong of, from 
the perinwum to the umbilicus, $0 

Placenta, anatomy and physiology of, 455 ; 
new sign of post-partuin detachment of, 
397 

Pleurisy in a boy, 
ease of, 62 

Pneumothorax, ease of, 483 ; with effusion, 
224 

Pneumonia, fatal, 
symptoms, 

Poisoning in New England, statistics of, 
389 

Poisons found in alcoholic spirits, 169 

Polypus of the uterus, 223 

Powers, Dr. C. Case of eun-shot wound, 
189; senile gangrene, 

Printers, disea- es of, 123 


13 years old, 40; latent, 


without well-marked 


303 


Printing on tinted paper, 22 
Prizes for the medical profession in 1861, 
280 

Procreation, is it possible after a removal 
or the penis, £02 

Providence, mortality of, 228, 325, 406, 507 

Psychological Journal of London, 447 

Public health, the, 128 

Pulmonary apoplexy, 182 

Purpura, two cases of, 35 


Quack advertisement, 448 


Rabies, case of, 129 

Rail-car ventilation, £07 

Rain, quantity of in Kansas city, 208 

Rational Medicine, Bigelow’s, 185 

Read, Dr. William. ‘Tetanus, subeuta- 
neous injection, death, 469; erectile or- 
gaas of the temale, 178, 193, 215; sud- 
den death in parturient women, 29 

Reetum, Ashton cn the, 203; disease of 
the, 252 

Retzius, death of, 247 

libs, tracture of the, 63 

Ricinus communis, examination of the 
seeds of, 28S 

Riecord, retircment of, 


287, 458 

Sandwich Islanders, intermarriages among, 

Sanitary Association of Boston, 525 

Sun Franeisco, health of, 447 

Scarlatina, treatment of typhoidal, 69 

Seerct remedies, 445 

Shipley, Geo. 'T. Smoking in gonorrhea, 
335 

Shoes, improvement in the shape of, 547 

Shoulders, luxation of both from muscu- 
lar action, 167 

Skin diseases, and their remedies, 
bra’s Atlas of, 207 

Slade, Dr. D. D. A morbid condition of 
the neck of the bladder, 409, 429, 518, 531 

Slaughtering, humane improvement in, 288 

Smallpox, intra-uterine case of, 394 

Smoking and its effects, 207, 336 

Sore mouth from filling a tooth with zine 
paste, 365 

South Carolina, annual report of the Regis- 
trar of, 399 

Specialties of the present day no novelty,205 

Spina bitida, 222 

Stammering, its cause and cure, 243 

Statistics, valuc and fallacy of, in disease, 
449, 476, 497, 512, 536 

Sterility, use of the sponge-tent in, 358 

Stomach, obscure discase of the, 544 

St. Luke's hospital, New York, 387 

Stone in the bladder, natural history of, 168 

Stones, t.e swallowing of, 140 

Stricture, the treatment of membranous, 235 

Subclavian artery, l.wimorrhage from, 4038 


259; He- 


a 
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Subscribers, notice to, 388 

Sudden death, cause of, in parturient wo- 
men, 29 

Sun, influence of the, in the production of 
organic matter, 213 

Supra-renal capsules, tuberculous disease 
of the, 238 

Surgery, Druitt’s, 244 

Sutures, new needle for, 167 

Sydenham Society, books of the, 68, 87 ; 
the new society, 126 

Syphilis, congenital, transmissibility of, 
307; transmissibility of by vaccination. 
393 

Syphilitie vegetations, chromic acid in, 267 


Tenia solium, pumpkin seeds in, 284 

Teeth, swallowing, 268 

‘l'etanus, subcutaneous injection in, 469 

Tinted paper, printing on, 22 

Tincture of aloes and myrrh, 526 

Mhayer’s medicinal extracts, 188 

Therapeutics, general, lectures on, 489, 506 

Thompson, Dr. Horatio, biographical sketch 
of, 236 

Tobacco, Sir B.’ Brodie on the use and 
abuse of, 337; the effects of on the hu- 
man constitution, 346 

Toynbee’s Diseases of the Ear, 9 

Tracheotomy, report on, 34; in croup, 
ease of, 84, 529 

Tracy, Dr. S. Ovarian dropsy in a young 
patient. ‘Treatment of acute dysentery,374 

Tractors, Perkins’s, 181 

Trichina spiralis, investigation of, 198 ; ob- 
servation on, 294 

Tuberculous disease of the supra-renal cap- 
sules, 238 

Tumblety fined, 187; verdict of man- 
slaughter against, 286 

Tuphlo-enteritis, case of, 182 

Twins of unusual size, 166, 207; of unu- 
sual weight, 388, 488 

Typhoid fever, cases in the Massachusetts 
General Hospital, 420, 461 


University of Michigan, 185 
Urine, retention of, and death, 80 
Uterus, polypus of the, 233 


Vagina, laceration of, 354 

Variola, cases of in the Boston Smallpox 
Hospital, 269 

Veratrum viride, 46, 108 

Yermont Asylum for the Insane, 406 

Vermont Medical Society, 25; meeting of 
the, 266 

Vienna, letter published in, from Erie, Pa., 
163 

Vertebrie, four, crushed by a fall, 448 

Vienna, medical advantages of, 51 

Voice, management of the, 243 

Vomiting, obstinate, in pregnancy, 209 

Vose, Dr. Samucl, obituary notice of, 426 


Wadsworth, Dr. J. A. 
145 

Walker, Dr. E. 8. Diphtheria, 89 

Walshe’s Treatise on the Diseases of the 
Lungs, 399 

Ware, Dr. John. 
Therapeutics, 489 

Warren, Dr. J. H. Epithelial growth 
from the dura mater, 414 

Williams, Dr. H. W. Traumatic injury 
of both eyes, 19 

Willis, Dr. I. P. 
the hand, 416 

Winslow, Dr C. F. Intermarriage among 
the Sandwich Islanders, 329 

Womb, inversion of the, 250 ; two cases of 
cancer of the, 260 

Woorara and strychnine, 468, 548 

Wounds, compensation for, 487 


Medical patents, 


Lectures on General 


Wound of the palm of 


Year Book of American Medicine, 245 
Youmans, Dr. J. Intra-uterine disloca- 
tion of the knee-joint, 249 


Zoology, Comparative, inauguration of the 
Museum of, 328 


